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PERSONNEL ae 
2 Apri 


ANNOUNCEMENT OF APPOINTMENT TO KEY POSITION 
NATIONAL FOREIGN ASSESSMENT CENTER 


Effective 12 April 1981, John N. McMahon is appointed Director, 
National Foreign Assessment Center and Deputy Director for National 
Foreign Assessment, vice Bruce C. Clarke, Jr., who is retiring 


ef 


effective 17 April 1981. 


William J. CAgey 


Lirector of Central Untelligence 
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Survivability of Information Handling Systems 
in the Metropolitan Washington, D.C. Area 


Above material is filed under "Disaster Plan.” 
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